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RIGHT TO 
INFORMATION 


NOTIFICATIONS BY HEADS OF DEPARTMENTS Etc. , 


TRANSMISSION CORPORATION OF ANDHRA PRADESH LIMITED 
Chief Engineer , PROJECTS , APTRANSCO , 

Vidyut Soudha , Vijayawada - 520 004 . 


Lr.No.CE / Proiects / SE / Proj ( 220kV & 132kV ) / EE1 / Dy.EE.3 /F.Doc / D.No.64 / 23 . 


G.6 


Dt : 14.03.2023 . 


PUBLICATION OF NOTIFICATION IN RESPECT OF PROPOSED 220kV AND 
132kV SUBSTATIONS AND TRANSMISSION LINES TO STRENGTHEN THE 
TRANSMISSION SYSTEM DURING 2022-2023 TO BE TAKEN UP BY APTRANSCO . 


TRANSMISSION CORPORATION OF A.P. LIMITED 

Notification : Proposal to strengthen the Transmission system- Visakhapatnam , Kadapa , Vijayawada 
Zones 


[ 1 ] 


VISAKHAPATNAM DISTRICT : 1 ) Erection of 220kV Parawada DC line by making LILO of 220 kV VSS - 
Kakinada along with 2 Nos . 220 kV Bays at 220/132/33 KV SS Parawada . 


WEST GODAVARI DISTRICT : 1 ) Erection of 220 / 132 / 33kV SS at Rusthumbada along with 220kV DC 
line from 220kV SS Undi to 220kV SS Rusthumbada . 

2 ) LILO of 132kVNallajeria- Nidadavolu Line at 220kV SS Pallantia and 132kV SS Yernagudem . 


EAST GODAVARI DISTRICT : 1 ) .Erection of 132 / 33kV SS at Hamsavaram along with LILO of 132kV 
Pithapuram- Koruprolu Line . 


2 ) Erection of ( i ) LILO of 132KV Pithapuram - Koruprolu line to 400 / 220 / 132kV Kakinada SEZ ( ii ) 132kV 
DC line & UG cable from 400kV Kakinada SEZ SS to M / s Lyfius Pharma ( iii ) Inter linking of 132kV 
Ramavaram - Peddapuram and 132kV Peddapuram - Pithapuram at 132kV Peddapuram SS . 

3 ) Erection of LILO of 220KV Bommuru - Vijjeswaram stage- I & II DC line to 400kV Vemagiri SS . 


YSR KADAPA DISTRICT : Erection of 132kV line from 132kV SS Badvėl to M / s . Century Panels Limited , 
Gopavaram with connected bays . 
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KURNOOL DISTRICT : 1 ) Erection of ( i ) 220kV DC Line from existing 220 / 132kV SS AP CARBIDES to 
existing 220 / 11kV Settypalli SS ( ii ) 220kV line from existing 220 / 11KV Krishnagiri SS to existing 
220 / 11kV Nansuralla SS ( iii ) Stringing of 2nd Circuit from Krishnagiri SS to Settypalli SS . 

2 ) Erection of 220kV Line from 220kV SS Settipalli to RTSS Veldurthy and connected bays . 

3 ) Modification of ( i ) Existing 132KV Kurnool - Alkalies DC line between Loc . No. 32 & 33 ( ii ) existing 
132KV Kurnool- AP Carbides - 1 SC line between Loc . No. 18 & 19 ( iii ) Existing 132KV Kurnool - AP 
Carbides - II SC line between Loc.no.22 & 23 for Railway Crossing to maintain vertical clearances . 


4 ) Diversion of existing 220 kV Nannoor- Somayajulapalli DC line from Loc . No. 37 to 50 and Diversion of 
132kV A.P.Carbides Cement Nagar SC line between Loc . No. 74 to 102 in that Loc . No 89 to 98 passing 
through the DRDO site . 


ANANTHAPUR DISTRICT : 1 ) Erection of 132kV line from Y.Kothapalli SS to RTSS Kalasamudram , 2nd 
circuit stringing from Y.Kothapalli SS to Mutyala Cheruvu SS . 

2 ) Erection of 132 / 33kV SS at O.D. Cheruvu with connected 132kV line from Mutyalacheruvu SS and 
connected bays 


3 ) Stringing of 2nd circuit on 132kV Guntakal to uravakonda and DC Line from Vajrakarur SS to LILO 
point of Guntakal - Uravakonda Line . 


CHITTOOR DISTRICT : 1 ) Erection of 132 / 33kV SS at V. Kota and connected 132kV LILO of 132 KV 
Palamaneru- Shanthipuram line . 


2 ) Erection of ( 1 ) 220 / 132 / 33kV SS Punganuru along with 220kV LILO of 220kV Palamaneru - 
Madanapalli Line ( ii ) 132kV DC Line from 132kV SS Punganuru to 220kV SS Punganuru . 

3 ) 132kV DC LILO Line from 220kV Racherla SS to 132kV Cherivi - Apollo Tyres Line & 132kV Cherivi 
Linde line . 


4 ) Erection of 132kV line from 220kV SS Madanapalli to RTSS at Kurabalakota . 

KRISHNA DISTRICT : 1 ) Erection of 132kV Swt . Station at Pedana along with ( i ) Stringing of 2nd Circuit 
from 132kV SS Machilipatnam to AP25 of 132kV Machilipatnam- RVK Line ( ii ) Erection of 2 phase Line 
from Pedana Swt . station to RTSS Pedana ( iii ) Erection of Multi circuit line from 132kV Switching station 
Pedana to M / s RVK energy Ltd , Konkepudi . 

2 ) Erection of Double LILO of 220kV Gudivada - Akiveedu DC line at proposed 400 / 220kV SS Gudiwada on 
MC towers . 


GUNTUR DISTRICT : Erection of 220kV DC line by making LILO of 220kV VTS - Tallapalli - l to 
220 / 132 / 33kV SS Rentachintala . 


PRAKASAM DISTRICT : 1 ) Erection of 220 / 132 / 33kV SS Pullala cheruvu along with erection of ( i ) 220kV 
Multi circuit line from proposed LILO of 220kV Srisailam -Tallapalli line to 220kV SS Pullalacheruvu ( ii ) 
132kV DC line from 132 kV SS Yerragondapalem to 220kV SS Pullalacheruvu . 


2 ) Erection of 132 / 33kV SS at Kothapatnam along with erection of ( i ) 132kV DC line from LILO point of 
existing 132kV Ongole - Tangutur DC / SC line ( ii ) Stringing 2nd circuit on existing 132kV Ongole - Tangutur 

DC / SC line , ir 

aying of 132kV 630 Sqmm XLPE U / G Copper Cable from 132 / 33kV Ongole SS to loc.no.495 of 132kV 
Ongole - Inkollu Line . 
4 ) Erection of 132kV DC line from 132kV Peda Dornala SS to Loc.No. 116/1 of 132kV Cumbum - 
Kesinenipally line . 


In exercise of powers conferred by G.O Ms. No. 115 , dt . 07.10.2003 of Govt . of Andhra 
Pradesh , APTRANSCO or their authorized representatives shall have powers for placing of the 
electric supply lines or electric plant for transmission of electricity for the purpose telephonic of 
telegraphic communications necessary for the proper co - ordination of works that the telegraphic 
authority possesses under the provisions of the Indian telegraphic act , 1885 ( Central act - 13 of 
1885 ) . 
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interested 

Any person / the Chief 
interested aggrieved may make representation to 
Engineer / Projects / APTRANSCO , Vidyut Soudha , Vijayawada - 520004 within two months from 
the date of publication of this notification . 


Representations received after the due date will not be considered and APTRANSCO 
will take up the above works after due date with / without modifications as it deems after making 
enquiry , if necessary . 


--X --- 


Sd / - . , 

Chief Engineer , 
Projects , Vidyut Soudha , 
Vijayawada . 
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